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" Sohulles 


*Reg. U. S. Pat. Off. 
 |—THE MODERN 
| PRECISION LEVEL 

WITH PRE-ADJUSTED 
SPIRIT VIALS 


* Schultes Spirit Vials are adjusted at Factory 

¢ Anyone can insert Vials on spot to accuracy of 1/10 of 1° 

* A great selling point to user! Eliminates bother of re- 
turning Levels to factory for repair 

¢ Interested in handling complete line? Write for details 


SCHULTES LEVEL INC. + 17403 Gab'e + Detroit 12, Michigan 


* S chulles Level 


“PATENTED AND PATENTS PENDING 








